Brief comment text:

Hello, 
As a potential user of both the 33 centimeters band and Meshtastic, I don’t want the 900MHz ISM frequency band to be unfairly divided in which secondary use is basically unusable. 
A lot of hikers, remote person(s), and amateur radio operators need this band in order to communicate even in dire situations.
So I order those at the FCC to truly listen to the people not some overly ambitious corporation. 
